AMENDMENT NO. 1 JUNE 2015 


TO 
SP 61 : 1994 GENERAL GUIDELINES FOR AUTOMATIC 
WEATHER STATIONS 
[First cover page and page 1, Title] — Substitute ‘GENERAL 


GUIDELINES FOR AUTOMATIC WEATHER STATIONS FOR AVIATION 
SERVICES’ for ‘GENERAL GUIDELINES FOR AUTOMATIC WEATHER 
STATIONS’. 

[Page 2, Table 1, SI No. 1 (i), col 2, third line] — substitute ‘b’ for ‘a’. 


(Page 1, clause 1, line 2) — substitute ‘aviation services’ for ‘use on land’. 
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